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MINIATURE AND 


PRECISION CAMERAS 

by J. LIPINSKY 
A detailed and thorough study from an engineering 
point of view of the mechanism and problems in- 
volved in the design of modern precision cameras. 
A technical work for those whose work requires un- 
conventional uses of their cameras. Of particular 
interest fo manufacturers, as well as professional 
photographers, camera repair men, efc. 300 pgs. 
8%x5/2”_ 344 illustrations. 
$7.95 


MORRIS E-Z TAP & DIE SET 
SEES: 06-90 6-80 1-72 2-56 


CONTENTS. 4 Taps, 4 Dies, 1 E-Z Top & Die Holder, 
Set Screw Wrench 
Price Complete, $15.50 
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THIS MONTH’S COVER: 


Mr. Chester E. Thomas of Fort Lauderdale, 
Florida, at work ona shutter, in his well equipped 
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The Director’ 
Viewpoint 


By SAMUEL L. LOVE 


"IN UNION THERE IS STRENGTH" 

From trade guild tomanufacturer's association, 
man has always discovered that by joining with others 

is field he has been able to accomplish things 

ossible to do as an individual. 

The goals and aims that might thus be achieved 
can usually be divided into two categories. ; 

The first aim is protective. Thus, some labor 
unions seek to prohibit the entry of new members in 
order tolimit competition between individuals skill- 
ed at that particular trade. In the same category 
might fall groups that use some method of limiting 
the number of total possible members -- limiting 
their membership by any means calculated to reduce 
competition. 

The other organizational category follows amore 
ideological vein. Thus, the goal of many an organ- 
ization is toimprove the status of each member, old 
or new. It can help members grow in their profes- 
sion. . . raise the standards of the group by defin- 
ing ethical practices and establishing educational 
programs aimed to make the growth of individual 
members easier. 

The need for the latter type of organization is 
evident in many fields. In few is it as evident as in 
camera repair. Our field involves a rather limited 
fraternity. Our numbers are small but the need of 
the industry has dictated that the number of crafts- 
men shall increase. With a growing, but small 
group of men, widely scattered across the map, the 
problem of communication and assistance between 
members can be the one most difficult to solve. It 
is for this reason that the National Camera Repair 
School opens the doors represented by the pages of 
this little magazine for the use of all repairmen in 
discussing questions of mutual interest, ways and 


@:::: of accomplishing goals and the delineation of 
i 


eals. 


It matters little whether you are a newcomer to~- 


the camera repair profession, a repairman with 
some years experience, or whether you are operating 
a major repair shop. The way toward improved 
recognition of your status as a repairman and better 
relationships between you, your customer and your 
suppliers lies open in this, your publication. The 
goal of the National Camera Repair School is identi- 
cal to that of every conscientious camera repairman. 


(Con't Page 4) 


CIRCUITRACER 


} 

An easy to use, inexpensive electric 
circuit tester especially adaptable for 
camera repair work. It is capable of 
locating and identifying dead or live 
circuits of any voltage, fast. 


@ Checks electric piioto-flash circuits 
@ Analyzes breaks and high resistance joints 


@ Tests flash wiring for breaks or bad connections 


Put this handy unit into your. carryout 
case or pocket for quick tests anywhere. 
Tested and approved for camera repair 
by “National ServiShops" 


$4.50 


a ServiShops Gh Wad 


National Camera Repair School 
Englewood, Colo., U.S.A. 
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Director's Viewpoint (con't) 
SPECIAL TOOLS a ee ee 


In this mushrooming industry, which shows so much 
FOR YOUR SHOP promise for continuing untold growth, let's all work 
together -- improving ourselves as individuals and 
simultaneously -- camera repair as a profession. 


¥ 


> —_ 


Friends - Students - Repairmen 


es If you have a story to tell -- a gripe to air -- or 
An caxptoese wrench of light weight clusinum fer Merrie news to announce, that you think the readers of "The 
ppp etm a incaarcei Craftsman" would enjoy, send it in. This is your 
ee ee = magazine -- any suggestion you may have that will 
make it more valuable to you will certainly be 

appreciated. 


Here's a note from Charley Schikel fora starter: 

Why not a column listing students who would like to 

correspond with others? I'm sure we could all ben- 

efit both technically and socially through a medium 

such as this. How abouta sales and swap column? 

I have some things I'd like to swap for what I need: | 
1. A 100 mm f4.5 Tele-sandmar lens. Fits 
Argus-C3 couples to RF, Used but perfect con- 
dition. Has front and rear dust caps,also home- 
made ring fits over lens-shade to use series 6 
filters. Lens takes ser. V filters. Swap for 
Practika FX body, Triple contacts. 

2. SOLIGOR 66 2-1/4 x 2-1/4 sgl reflex. £3.5 
SOLIGOR lens spd‘s. B 25 50 100 200 500 sec. 
Fand X synch with Prontor contact. Preset dia- 
phragm, fresnel lens under GG screen with mag- 
nifier and center spot for critical focusing. Sold 
STRAIGHT SHANE Danis now under the KALIMAR name. Want $60 or cad 
ws afer trade for a 400 mm tele. lens to fit Practica X 


As ecole: © smell! tools, the hobby! ond intiry 

ment meter quct delivery fines! quality . . 

cach. comity tas toga’ seen. Seech inchedes o® aabered camera. Used very little, 4 rolls film shot thru 

sizes from W te OO. Other email drills in sumbered, trac s 

Soak cae atone aes con be wpphed on ther! none it. 

pe go gh amg gh: ee Also have 3 antique cameras, write for further a 


tion 37 fe 60, & 1.23 om, each $23 details, and your offers. 
tim 7 fo GR, aot a Would like to swap information on photograp 


have 5 years experience with Ansco films and pro- 
cessing (color). 

If you have a problem concerning this product 
write me and if I haven't the information, I have 
direct contact with ANSCO where I cangetitfor you. 

All correspondence answered. 


National Camera Repair School 


Englewood, Colo., U.S.A Charles K, Schickel 
811 Manor Street 
Lancaster, Pennsylvania 
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It is my pleasure to teach photography at Ricks 
College, Rexburg, Idaho. I have found your basic 
photographic manuals to be of additional help in my 
work at the college. I was handed the course and 
told to prepare my own resume and course of pro- 
cedure, for this basic class, and in the spring will 
prepare for an advanced course in photography. 

Harold L. Adams 
& Rexburg, Idaho 


Iam happy to report I have been snowed under 
with work ever since the first of December. Really 
operating in the“Brown“or black. Anything but the 
red. Still keeping about four days behind in my work 
which is good. Continuously rearranging my two- 
room shop so I will have more space for the new 
parts and equipment I need and am receiving. Have 
a very nice mail order biz worked up in California, 
Arizona and Texas.I still make a route of surround- 
ing towns twice a week to deliver and pick up work 
from dealers. 

Dota C, Brown 
Encenitos, California 

I have been over my head with camera work, 
more than I can handle in fact, just last night I took 
on my fourth camera shop, I really didn't go looking 
for all this work, but it's my duty to take it, and 
words cannot express my gratitude toward NCRS for 
the wonderful help and knowledge I have received 
thus far. 

Your magazine''The Camera Craftsman'"is really 
wonderful. 

My shop is in my basement, it's up-to-date, heat 
and all, as soon as I can come up for air from all 
this work I'll take a snapshot or two of my shop for 
the magazine. 

Jack Bruno 
Youngstown 12, Ohio 


As a side line my work is coming in so fast Iam 
beginning to wonder what to do about it. As a hobby 
it's driving me nuts! 


A, T. David 
Lapeer, Michigan 


WOULD YOU like to spend this summer in West 
Yellowstone, Montana? There is an opening for a 
young repairman with moderate experience, to work 
as a combination sales clerk and minor repairman 
between June | and September 10. Write directly to 
Warren Yoder, 1856 Apache Blvd. , Tempe, Arizona. 


New TOOL CHESTS 


LiFT-OUT TRAY 


Will fit at either end of 
top d-awer. 16 compart- 
DRAWER SLIDE ments, each 1.13/16 x 
Strong compound drawer slide 1-13/16 x %, 
with positive stop and patent- soem, epee Ser small 


Combining all of the convenience of a tool 
= die = chest plus ease in carrying, 


ts a new concept in hand 

per tool gore | ray The drawer arrangement 

its use in restricted area where space does 

not allow the opening of more conventional 

type boxes. Especially useful for the service 

mechanic. Suitable for the home workshop. 

Finished in dark brown baked enenel with 
contrasting tan on drawers. 


STYLE NO. DIMENSIONS 
; L 4 

2020 20 8% 6% 
Top Drawer 18) 8 1-15/16 
Lower Drawer 18} 8 2-13/16 

NET WEIGHT SHIPPING WEIGHT 

ONE TO CARTON 
15 lbs. 17 ibs. 
Top drawer has 12 t 


2% x 2 x % plus 2 removable partitions. 


PY ServiShops p Uta 


National Camera Repair School 
Englewood, Colo., U.S.A 
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draftette 


a portable drafting instrument 


made of sturdy anodized aluminum 


designed for: sketching 


drawing 
drafting, etc. 


| 
a 


PRICES 5 
ONLY 
g 


Complete with 10213” drawing board $5.95 
Complete with 11x17" drawing boerd $6.50 


check these features ,/ 


QUALITY — i amuminem constrection 
— wailable ia jet biack — aaedized with 
(imag, white filled somber: aad letters. 


ECONOMY —Cests mack less thas 

Grafting machines — you can afford 
| ~ ape mete 
” 


PRECISION — All scales machine cali 
brated to = 0005 of an inch — scientifically 
engineered to retain its original accuracy. 
with 188 degree protractor. 


aise fits inte briefcase, ready for use aay- 
time, saywhere. 


§ BES Lacduuck 


National Camere Repair School 


Englewood, Cole., U.S.A. 
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Operation "MAY TIME IS PICTURE TIME" is 
moving forward rapidly on all major fronts as 
stepped-up activity establishes this "picture month" 
promotion as a driving force to provide more busi- 
ness toreveryone inthe photographic industry during 
the coming season. The Master Photo Dealers‘ and 


expedite the four vital phases of the project:Natio 
Advertising, Merchandising Kits and Materials> 
Publicity, and direct tie-ins by individual dealers 
and finishers based on the recommendations of na- 
tional and local committees, plus creative thinking 
within the firms themselves. 

When the season between Easter and Memorial 
Day rolls around this year, the promotion's slogan 
will be seenand heard everywhere inthe United States 
and Canada because of current decisions and actions 
involving National Consumer Advertising in mag- 
azines, newspapers, direct mail, radio and TV. 


¥ 


THE PLUMBER AND THE PHILOSOPHER 

Dr. John W. Gardner of the Carnegie Foundation 
for the Advancement of Teaching makes a plea which 
strikes at the core of our education troubles--a plea 
for Americans to honor, indeed demand, excellence 
in all human activities, the humble as well as the 
exalted ones. 

"An excellent plumber is infinitely more admir- 
able than an incompetent philosopher, " he told the 
National Conference on Higher Education. 

"The society which scorns excellence in plumb- 
ing because plumbing is a humble activity, and tol- 
erates shoddiness in philosophy because it is an 
exalted activity, will have neither good plumbing nor 
good philosophy. Neither its pipes nor its theories 
will hold water." 


Finishers' Association is making an all-out Natio 


Until we face the fact that our educational syst 


tolerates -- in some ways encourages -- shoddine 
in all kinds of activity, all the fancy formulas and 
quick magic cures for improving education will go 
for nought. 

The United States no longer can afford a system 
of education which does not raise its children to the 
top level of their individual abilities. We need ex- 
cellent plumbers and excellent philosophers. 


Rocky Mountain News (Denver) 
(Ed. Note: and in the middle - Camera Repairmen!) 


rn 


ae 
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ServiShops 


By Cleir Schmitt 


MAY TIME IS PICTURE TIME 

As this big promotion gets into full swing there 
will be an increasing demand for good service from 
the repair shop. Cameras will be appearing like 

agic from closet shelves and dresser drawers. 

ey may have been stored since Xmas, and even 
though the holiday shots of Aunt Minnie were OK,the 
cooking grease and dirt that they have collected since 
then can ruin that first roll of film. If the Xmas tree 
was out of focus or the flash shots were blank, a few 
cuss words and "I'll have to get that camera fixed" 
were said but forgotten until "May Time Is Picture 
Time" came along. 

Now is a good time to "up" your own advertising 
--- remind people to check their equipment before 
they shoot that first roll. Offer free check-ups if 
you can. Get those cameras thatdon't workinto your 
shop now so you can continue to give good service 
throughout the summer. There is sure to be more 
work than all the shops can handle by mid-season, 
and the time those cameras are on the shelves wait- 
ing to be repaired is a loss, to the owners because 
they can't record their summer fun, and a loss to 
the whole photoindustry because its products aren't 
being used. 

The more cameras you can get back to working 
order now, the more pictures can be taken. The 
more they are used, the more they'll be dropped, 
soaked in lakes and streams, buried in sand and -- 
brought back to you. Keep your turnover high all 
séason long by making "May Time--PictureTime" 
for everyone. You can't avoid the occasional "peak" 
volume times but you can keep them ata minimum 
and shorten the "non-productive" time of a lot of 
cameras. 

Get together with the dealers you service and be 
sure that checkups and repairare mentioned inevery 


p d from now through May and June. Be sure there's 
@ ServiShops sign in his window, and another one at 


the film counter. 

Encourage the clerks to ask "Is your camera 
OK?" of everyone that buys film. A similar ques- 
tion sure sells oil at the filling station. 

You'll be helping the public enjoy their summer 
by keeping their shutters clicking, and you'll help 
the dealer, distributor and manufacturer by keeping 
the supplies and new equipment moving across the 
counters. You're an important part of a big industry 
--help it grow and you can't help but grow yourself. 


MADE FOR STORING 


SMALL PARTS 


You will be delighted with the beauty, 
durability and compactness of HAZ- 
BIN STORAGE CABINETS and the way 
they will save you time, simplify your 
inventory, save space and enhance 
the appearance of your shop, factory, 
home, office, display counter, etc. 
Contents fully visible, dustproof, and 
orderly indexed. No other cabinet 
built has so many desirable features. 
No other cabinet is so reasonable in 


price. 


All models safely shipped in float- 
ing type cartons, fully assembled, 
and ready-to-use. Price includes 
complete set of drawer front labels, 
drawer dividers, and rubber feet. 
If -not completely satisfied, simply 
return in 10 days without explanca- 
tion for full refund. 


A Cal 


National Camera Repair School 
Englewood, Colo., U.S.A. 
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Camera 
Feepairman’s 


HANDBOOK | 


Whether you run a camera repair shop, operate 
@ Photo Supply Store or just like cameras, you will 
find valuable information in this consice volume, 
Have everything at your finger tips. 

This edition contains a great variety of valuc- 
ble technical data for all types of cameras and it's 
equipment, needed by therepairman in his daily 
operation. 

B-75I-1 Paper bound - $5.95 
B-751-2Cloth Bound - $7.50 Bound 


@ FORMULAE: 

@ STANDARDS: 

@ SHOP RECIPES: 

@ SHOP PRACTICES: 

@ CONVERSION TABLES: 
@ PHOTOGRAPHIC DATA: 


Compiled and Edited by the NCRS Stoff 


84 ServiShops GE Wa 


National Camera Repair School 
Englewood, Colo., U.S.A 
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BUSINESS MANUAL 


Canadian Students -- Here is a letter froma fellow 
Canadian that you should find interesting. 


"The Canadian Government Printing Department 


has a book for sale called Small Business Manual. 
Some of the regulations mentioned in the book would 
perhaps only apply to businesses in Canada, but I 
thought that the general information contained would 
benefit those contemplating starting a business or 
already in business. 


"Some chapters are: 
"Forms of Organization - individual enterprise, 


partnership, co-op, etc. 

“Location of Retail Stores -- selecting a row 
selecting a store site, etc. 

"Records and Accounts -- accounting records, 


the balance sheet, etc. 

"Insurance in Business 

"Government Law and Regulations -- federal in- 
come tax, unemployment insurance, pricing 
and competition, etc. 

"These are just a few of the topics covered. In 
Canada the manual costs 75¢ and may be obtained 
from: Receiver General of Canada 

Queen's Printer 
Ottawa, Ontario, Canada. 

"I thought that perhaps this manual could be used 
by others like myself who would someday like to set 
up shop themselves. 

"I would be glad toanswer any questions you have 
in connecticn with this manual if I have not included 
enough info in this letter." 

R. M. McPhail 
90 Owen Street 
Barrie, Ont., Canada 


¥ 


NAPET MEETS 

The first annual meeting of the National Associ- 
ation of Photo Equipment Technicians was held in 
Chicago recently. 

Officers and Directors elected include President, 
Mr. G. A. LaCroix; Mr. Marco DiGiovanni, VP and 
Treasurer; Mrs. A.H. McDermott, Secretary; als 
Mr. Joe Price, Director for midwest region; Mr.™ 
H. A. Lowe, Director Rocky Mountain region, and 
Mr. D.S. Meyers, Director for the Pacific region. 

At the opén meeting many service representatives 
of photo equipment manufacturers were present. 

Topics discussed included the Association's 
desire to work for better relationship between the 
manufacturer and the repair shop, and the problems 
arising because of the increasing complexity of photo 
equipment. 


iL 


—— 
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HERE'S WHERE SERVISHOP CRAFTSMEN LEARN AND EARN 
Made a change in your shop lately? Make a quick picture 
or two and send them in.Share your ideas. 


4 SS SSSSESSESSSSSESESSSESSSSSESSSSSSSSSSSSSSSSESTO ; Edwin J. King 
Tulsa, Oklahoma 


Wr. J. Freeburger 
Mt. Ephraim, New Jersey 


Edward Chaifetz 
W. Palm Beach, Florida 


4lbert J. Parrotta 
Annandale, Virginia 


John H. Joyce 
Royal Oak, Michigan § 


Edward J, Heckinger 
Waukesha, Wisconsin 
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Painting from Steelways Magazine 
of the first continuous hot strip 


mill built at Ashland, Ky., in 1923 


| 
A Century of Progress 


With 
STEEL 
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This country has grown with steel, the 
basic material of our national progress. 

Steel crisscrosses the nation as rails, 
climbs the horizon as skyscrapers, glides 
along the highways and through the air. It 
takes us where we want to go, discourages 
would-be agressors, saves lives in the skilled 
hands of a surgeon. Every product we use is 
either made of steel or processed by steel 
machines. It is the cheapest and most ver- 
satile metal used by man. 

A world without steel? Unthinkable! 

Yet the modern age of steel began only 


100 years ago. Between April of 1856and the & 
end of 1857 something happened that was to 
change the face of the globe. Patent papers 
were issued to two men -- Henry Bessemer / 


in England-and William Kelly in America. 
Working independently thousands of mile 
apart, these two men reported the discovery 
almost simultaneously, of a pneumatic pro- 
cess which could make steel in large quan- 
tities; quickly and cheaply. 

Although Kelly was declared the winner 
of American patent rights by virtue of 
“priority of invention," the rival patents were 
ultimately merged. The revolutionary pro- 
cess continued to bear the name Bessemer 
because he and his associates had the better 
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NCRS 
Lesson 
Binders 


Now you can keep all of your 
texts neatly in order. Each text 
is held securely and the binder 
may be opened to any page in 
any text, yet each is instantly 
removable! 5-1/2 inches wide, 
your binder holds forty texts ready 
for immediate reference. Here is 
@ worthy adjunct to your Camera 
Craftsmanship course. 

Price only $4.95 


4 ServiShops py CE Wa 


National Camera Repair School 
Englewood, Colo., U.S.A 


is hs Bs 


SPECIAL SUBSCRIPTION 
RATES FOR STUDENTS 


"Photographic Trade News" 
"Photo Dealer" 

Regular 1 year Subscription 
$3.00 each for only $2. 25* 


ORDER THEM NOW! 

Also available at student rates* 
"Modern Photography" 
"Popular Photography" 


"U.S. Camera" 


* U.S. and Possessions only 


ooo 
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Congratulations to . 

Mr. and Mrs. Robert Lanman of Grand Rapids, 
Minnesota. They were married last November --- 
and they're old married folks by now, but we just 
received the picture--and thoughtwe'd remind them 
again of "that" day. 


¥ 


WE MISSED YOU --- IN CHICAGO --- 


-If you weren'tin the groupof camera repairmen, 
manufacturer's service people, dealers and others 
interested in camera repair problems that had the 
opportunity to discuss mutual interests during the 
MPDA convention in Chicago. They gathered at a 
dinner meeting in the Conrad Hilton Hotel on Wed- 
nesday evening, March 19. 

Kept ona rather informal plane, the evening's 
discussion was sparked by the opening remarks of 
Mr. W, L, Lake, General Manager of the Apparatus 
Service Department of Eastman Kodak Company. The 
highlights of his talk emphasized the tremendous in- 
crease in complexity of the average camera marketed 
since World War II, These changes, Mr. Lake in- 
dicated, have suggested that the servicing of photo- 
graphic equipment has become similarly complicated. 
The need for increased educational effort to add to 
the work force in camera repair and the decline of 
the apprenticeship system point up the desireability 
of new methods for training personnel. 

A round table discussion of problems plaguing 
every camera service operation followed. Copies & 
a report covering a repair survey conducted by the 
National Camera Repair School were distributed and 
stimulated the discussion of pricing, estimating, and 
wage questicns among the representative group. 
Opinions ran the gamut disclosed inthe NCRS survey 
and suggested that acontinued study and regular dis- 
cussions would be valuable to many members of the 
industry. 

If you would like a copy of the report just drop a 
line to NCRS, Englewood, Colorado 


le 


ws 


HAVE WE HEARD 
FROM YOU LATELY? 


* Camera jobs that I get that are notin synch I can 
really put on the ball with the ServiShops Analyzer. 
This machine in my estimation is the finest instru- 
ment a camera repairman can have. 

Had one that the lamp went off after the shutter 
had closed and it had not been out of the owner's 
hands. I showed him the reason and after I readjust- 
ed the time I showed him again with the Analyzer 
the necessary delay as shown onthe G.E. chart. 
Result -- a booster for me. 

You have a very good course on Camera repair- 
ing and I will sure tell any one interested in it. Also 
the staff are excellent there anditsureis not their 
fault if a person can't learn the course. Again they 
are tops in my estimation. 

J. H. Tanner 
Strawn, Texas 
Delphine: 

I like your new column in the Craftsman. Gota 
kick out of making the printed part of it myself, too, 
little cousin. You know, I wonder if we couldn't 
scare up some common kinfolks, at that. There are 
a lot of us Kings, though. 

Please believe me, I like the friendly helpful 
atmosphere which seems to abound at Englewood. 

Sincerely, 

Ed King 

Tulsa, Oklahoma 
Delphine: 

Received the latest issue of the ''Camera Crafts- 
man" and now you're my favorite columnist (next to 
Molly Mayfield) OK? OK. 

S/Sgt Allen W,. Stuart 
APO 328, San Francisco 


Have enjoyed the lessons so very much and it © 


gives me a thrill every time I havea shutter to work 
on and know I can pitch right in and find the trouble 
and fix it. 
John H, Millerwise 
Sebewaing, Michigan 
This might be one for the books!... Just having 
agreed to accept repair work, I received two cameras 
from different sources, exactly the same models, 


(Con't Page 19) 


Heiland SynchroTester___80 “ 120 
Aerotronic (Synch)_____.60 = 85 
* Aerotronic (Shutter) 50° 35 
Rush 5O:° 75 
Hickok So~ 75 
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RECENT CONSIGNMENTS ACCEPTED 
ON SERVISHOPS ANALY ZERS 


There are never any trade-ins 
accepted on purchases of ServiShops 
Motion Analyzers. However, it has 
been NCRS Supply policy to take in- 
struments on consignment. That's good 
news for those of you who would like 
to make an especially good “buy” on 
a used test instrument. 

Is there some particular machine 
in which you are interested? Place a 
request. When an instrument of the 
type you want comes in, you'll be told. 
You can even name the price you'd like 
to pay, if you wish. The plan makes 
available shutter testers, synchroniza- 
tion testers, contact testers and others 
by such manufacturers as Aerotronic, 
Heiland, Hickok, and NCRS. 


Here are the approximate prices you 
“7 expect to pay for different makes 


and models of used test equipment: 
Gardner Synchrotimer__$195 to 275 


2 
This also gives you some idea of the 
amount you will be paid foran instru- 
ment you now own, when buying a 
ServiShops Motion Analyzer, 


® YOUR POCKETBOOK 


@ PLANNED FOR YOU 


= SERVICE 


PRICED TO FIT 


DESIGNED BY 
EXPERTS 


BUILT TO GIVE YOU 


terion 3 IN SHOPS 
LIKE YOURS 


YOU CAN TEST 


PHOTO EQUIPMENT 
IN A MATTER OF SECONDS 


BOOST YOUR EARNINGS IN LESS TIME 


Because your Analyzer requires fewer adjustments to make a test, you'll 
save time and steps on every test you make. You'll actually need up to 
50% less time than you'd use on evena single, high cost special purpose 
instrument. You can go from test to test with no complications - and 
without worry about calibration or accuracy! Savings of time and an in- 
crease in accuracy guarantee you higher earnings. The most expensive 
thing you own is your own time! Make a shutter or synch adjustment 
with half the testing time and you double your earning power! Your 
ServiShops Analyzer means more money for you! 
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Bellows (con't) 


with exactly the same trouble. These cameras came 
to me less than 24 hours apart. 
Ernest W, Hall 
Florence, Colorado 
Seriously, Delphine, I miss your nice letters. 
Better write one so I'll get one!! CONGRATULA- 
TIONS to you the new columnist. What a nice breezy 
style you have. Every bit interesting and of course 
I was happy tosee my name in print. Please continue 
your column regularly. 
I'll be glad when my business warrants hiring 
you for my office. 
Dota Brown 
a Encenitos, 


¥ 


DID YOUSEE THIS in your March PHOTO DEALER? 
"Hiring and Holding Best Personnel" 

Ed London, prominent New York photo retailer, 
outlines the most effective methods of judging, hiring 
and holding the best personnel in the March issue of 
PHOTO DEALER, London states, "Your most ex- 
pensive overhead items do not show up directly on 
your financial statement -- ineffectiveness and turn- 
over of personnel, "' 

London holds that some job turnover is inevitable 
and that, "All things considered, it's basically up 
to management to create a spirit among personnel 
that contributes to success and reward. It pays to 
take an interest in people -- make them respect and 
have confidence in you and your judgment." London's 
article will prove useful to all those interested in 
efficient personnel relations that lead to more 
business. 


California 


¥ 


"Outer" 36" wide $2.20 yard 
"Inner" 36" wide $2.00 yard 
Discount: 1 to 4 yards - 20% 


5 to 10 yards - 25% 


FOCAL PLANE SHUTTER MATERIAL 
42" wide $6.00 yard 
Discount: 1 yard - 20% 

2 to 4 yards - 30%; 5 to 10 yards - 40% 
Minimum Order: 1 yard 

Over 10 yards, write for special discount 


f ¥ServiShops Oat 


National Camera Repair School 
Englewood, Colo., U.S.A. 


Box 174 
Englewood, Colorado 


training program. 
Name 


NATIONAL CAMERA REPAIR SCHOOL § 


lam interested in the opportunities and advan- 
tages of a career in Camera Croftenanstip. Please 
furnish me with complete information a 


q 


* If you have a friend or relative 
who may be interested in the 
money making opportunities that 
exist today in the camera repair 


out your 


Age 


Street 


field, have him or her fill out 
this coupon and mail it to the 


Citei State _______ 


National Camera Repair School, 
Box 174, Englewood, Colorado. 


THE CAMERA CRAFTSMAN, MAR-APRIL, 58 19 


ww Tf . 
aN Oleh 


ZR 


a Veo 


S\) ai 


i* ~ 
Wp ‘ 
a: 
fire 


_ 


aif 
AS 


A 


This assortment comprises a selection of lengths, head types and metals 

#) calculated foru variety of applications. Only the finest quality screws with 

RS?" cut threads and turned heads are supplied. Appearance, finish and fit are 

~ superior to those associated with ordinary rolled thread, struck-up head 

roducts. 

a Short, medium and long lengths are supplied in countersunk and flush 

head types in both brass and steel. The assortment is packaged in a clear 
plastic box. Small quantities of nuts and washers are included. 


Mixture is varied as to: 
LENGTH: (Various in a range from 3/32" to 5/16") 
HEAD TYPE: (Flat, Round, Oval and Fillister) 
METAL: (Brass and Steel) 
SIZES: (Metric Assortment, 400 pieces) re) pox 
1.0mm. 1.2mm, 1.4mm, 1.7mm $7.9 


TAP SIZES: ServiShops Qnodusk 


1.0mm, 1.2mm, 1.4mm, 1.7mm 
a Rep School 
$1.80 ea. Englewood, Cole., U.S.A. 
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Mr. Eugene Fowler \J 
2590 So, Osceola tt J 


Denver, Colorado 3 


